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On the 29th, the third parallel was extended right and left,
On the 30th, the bombardment was continued, and Danzig was
fired in several places, though the besieged replied with vigour.

During the night, notwithstanding the illumination by
the defenders of the enemy's works by means of fire balls, the
communications between the second and third parallels were
completed, and the French commenced to approach, by
double sap, from two points in the third parallel towards
the capital of the ravelin.

On the earthworks of the place the/French artillery
was producing but little effect, and the destruction of the
palisades became necessary before an assault could be
ventured on.

The approaches progressed on the 2nd May, and next
night they were united near the parallel. One more sortie
against the works was beaten off.

Early on the morning of the 4th, the Prussian artillery
brought the saps to a standstill, until it was silenced by the
batteries of the second parallel.

On the 5th and 6th, the saps were continued, though
constantly interrupted by the fire of the fortress. They
reached to a distance of only 12 yards from the salient of
the ravelin.

The Holm island was still held by the garrison, with the
exception of the extremity captured on the 26th April,
Until the French could get possession of it, they were unable
to establish satisfactory batteries taking in reverse the works
of the Hagelsberg. Chasseloup insisted on the necessity for
seizing it; Lefebvre decided to do so on the night of the
6th-7th. Its garrison consisted of 1500 men, 15 guns, a
mortar, and a howitzer.*

The main attack was to be made by Drouet from the left

* Hapfner, iii, 466.

Dumas gives only 1000 men besides artillery. He says there were as many
howitzers and mortars as guns, but, as only 17 pieces were captured, this seems
to be a mistake (Dumas, xviii. 167). The numters in the text are given by